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INTERAGENCY  REGULATORY 
UAISON  GROUP 

Compliance  and  Enforcement  Work 
Group;  Referral  Inspection  Program 

agency:  Interagency  Regulatory  Liaison 
Group  (IRLG),  representing  the 
Consumer  Product  Safety  Commission 
(CPSC):  the  Environmental  Protection 
Agency  (EPA);  the  Food  and  Drug 
Administration,  Department  of  Health, 
Education  and  Welfare  (FDA);  and  the 
Food  Safety  and  Quality  Service, 
Department  of  Agriculture  (FSQS); 

action:  Implementation  of  Inspection 
Referral  Program. 

summary:  This  notice  publishes  the 
procedures  for  initiating  referral 
inspections.  The  Administrative 
Procediure  Act  (5  U.S.C.  S  553(b]) 
provides  that  the  solicitation  of 
comments  is  not  required  of  Federal 
agencies  for  “interpretative  rules, 
general  statements  of  policy,  rules  of 
agency  organization,  procedures,  or 
practice”.  The  IRLG  agencies  have 
determined  that  this  Referral  Inspection 
Program  guidance  material  falls  within 
this  exemption  from  the  requirement  to 
solicit  public  comment.  However,  in  the 
interest  of  open  administration  of  their 
regulatory  authorities,  the  IRLG 
agencies  will  allow  interested  persons  to 
submit  written  comments  regarding  the 
referral  inspection  program  set  for^  in 
this  notice. 

date:  Written  comments  are  requested 
to  be  submitted  by  }ime  11, 1980.  Five 
copies  of  these  comments  should  be 
submitted  to  facilitate  the  work  of  the 
agencies  and  of  others  interested  in 
inspecting  such  documents. 

address:  Written  comments  should  be 
addressed  to  Ms.  Susan  Guenette, 
Executive  Assistant,  Interagency 
Regulatory  Liaison  Group,  1111 18th 
Street,  NW.,  Room  303,  Washington, 

D.C.  20207.  Comments  may  be  examined 
in  the  IRLG  Office  located  at  the  above 
address  fi*om  9:00  a.m.  to  4:00  p.m., 
Monday  through  Friday. 

FOR  FURTHER  INFORMATION  OR 
OUESTIONS  contact:  Ms.  Susan 
Guenette,  202-634-4350. 

FOR  COPIES  OF  THIS  NOTICE  CONTACT: 

Industry  Assistance  Office,  (TS-799], 

U.S.  Environmental  Protection  Agency. 
401  M  Street,  SW.,  Washington,  D.C. 
20460;  or  telephone  toll-free  800-424- 
9065  or  in  Washington,  554-1404. 
SUPPLEMENTARY  INFORMATION: 

1.  General  Background 

The  Interagency  Regulatory  Liaison 
Group  (IRLG)  is  made  up  of  four  Federal 


regulatory  agencies  which  have 
responsibility  for  enforcing  laws  to 
protect  health  and  safety  in  the  home, 
the  workplace,  and  the  environment. 
These  agencies — Consumer  Product 
Safety  Commission  (CPSC).  U.S. 
Environmental  Protection  Agency  (EPA), 
Food  and  Drug  Administration  (FDA), 
and  the  Food  Safety  and  Quality  Service 
(FSQS),  have  joined  together  to  develop 
cooperative  programs  that  will  provide 
maximum  public  protection  while  using 
resources  in  the  most  cost-effective 
manner. 

The  Compliance  and  Enforcement 
Work  Group  has  initiated  a  number  of 
projects  designed  to  improve  the  ability 
of  the  IRLG  agencies  to  discover, 
analyze,  and  correct  potentially 
hazardous  situations.  A  major  effort  of 
the  group  has  been  the  development  of  a 
program  to  coordinate  the  inspection 
resoiuxes  of  the  five  IRLG  agencies. 

Hiese  agencies  have  cooperated 
informally  for  many  years,  especially  in 
the  area  of  compliance  inspections.  An 
inspector  frt)m  one  agency  might  have 
observed  a  situation  in  the  course  of  a 
routine  which  appeared  to  violate 
another  agency’s  requirements.  Such 
observations  would  be  noted  and 
passed  along  to  the  appropriate  agency 
for  follow-up.  In  recent  years,  the 
agency  regional  offices  have 
independently  developed  certain 
mechanisms,  such  as  checklists,  forms, 
and  procedural  guidelines,  to  facilitiate 
this  kind  of  reporting.  The  IRLG  Referral 
Inspection  Prc^am  constitutes  a  formaL 
stemdardized  procedure  for  reporting 
observations  of  suspected  violations  to 
the  agency  which  is  responsible  for 
enforcing  the  standard.  To  assure  its  full 
implementation,  the  IRLG  agencies  have 
developed  training  programs, 
handbooks,  and  other  materials  to  assist 
in  sensitizing  inspectors  to  the 
requirements  of  die  other  agencies. 

Program  Goals 

The  overall  goal  of  the  Referral 
Inspection  Program  is  to  achieve  early 
identification  and  correction  of  serious 
problems.  Better  sharing  of  compliance 
information  at  the  field  level  will  also 
make  more  effective  use  of  limited 
resources  in  monitoring  compliance  by 
the  regulated  industries. 

Definition  and  Scope 

Referral  inspections  are  defined  as 
inspections  by  one  agency  which  may 
result  in  referrals  of  possible  violations 
by  one  agency  to  another  for  follow-up 
investigation.  Inspectors  fr'om  each  IRLG 
agency  will  be  trained  to  recognize 
situations  which  indicate  possible 
violations  of  other  agencies’  laws  and 
regulations  and  to  refer  such 


observations  to  the  appropriate  agency. 
The  determination  that  actual  violations 
exist  will  be  made  only  by  the  agency 
having  legal  jurisdiction  over  the 
suspected  violation,  and  then  only  on 
the  basis  of  its  own  follow-up 
investigation. 

No  inspector  is  permitted  to  enter  any 
areas  of  a  facility  or  to  perform  any 
activities  he  would  not  ordinarily  do 
during  the  course  of  an  inspection 
authorized  by  the  statute  he  is 
empowered  to  enforce.  However,  if 
diuing  his  regular  inspection  he  does 
observe,  in  plain  view,  a  possible 
infrraction  of  another  agency’s  law  or 
regulations,  he  may  note  such  an  . 
observation  and  refer  it  to  the 
appropriate  agency. 

Facility  Notification 

The  inspector  will  make  a  referral 
only  if.  during  the  course  of  an 
authorized  routine  inspection,  a 
potential  problem  is  observed  which 
comes  imder  another  agency’s 
jurisdiction.  Since  referrals  made  under 
this  program  require  no  additional 
statutory  authority,  no  particular 
annoimcement  will  be  made  to  the 
facility  at  the  start  of  the  inspection 
about  the  possibility  of  a  referral. 

’The  determination  that  a  violation 
does  or  does  not  exist  can  only  be  made 
by  the  agency  having  enforcement 
jurisdiction.  Consequently,  the  inspector 
will  not  inform  the  facility  of  an 
observation  that  will  be  referred  to 
another  agency.  A  notification  of  the 
facility  by  the  inspector  could  imply  that 
the  observed  situation  actually 
constitutes  a  violation,  the  firm  might 
institute  remedial  action  that  is  either 
unnecessary  or  incorrect  as  a  result. 

Referral  and  Follow-up 

If  the  inspector  makes  a  reportable 
observation,  a  referral  memorandum 
will  be  prepared  which  describes  the 
observation,  its  location,  the  name  of  the 
product  (if  any)  involved,  and  the  names 
of  the  responsible  company  official.  The 
memorandum  will  be  forwarded  to  the 
IRLG  contact  in  the  appropriate  agency 
for  follow-up  action. 

The  agency  receiving  the  referral 
memorandum  will  assess  it  in 
conjunction  with  its  own  priorities  and 
initiate  follow-up  inspections 
accordingly.  Since  the  inspector  training 
will  be  directed  toward  the  more  serious 
problems  which  the  IRLG  agencies 
encounter,  most  referrals  are  likely  to 
warrent  a  timely  follow-up  inspection  by 
the  receiving  agency.  If  the  receiving 
agency  is  already  aware  of  the  problem 
and  is  aware  that  appropriate  corrective 
action  is  already  underway,  no  further 
follow-up  would  be  required. 
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Inspector  Training 

An  inspector  training  program  has 
been  developed  which  exphasizes 
identification  of  product  and  site  defects 
which  generally  indicates  a  violation  or 
other  serious  hazard. 

Some  examples  of  the  kinds  of  visual 
signs  inspectors  will  be  trained  to  look 
for  will  help  illustrate  what  is  covered.  If 
an  inspector  observed  animal  activity, 
filthy  processing  equipment,  or  pesticide 
misuse  that  might  cause  contamination 
of  food,  drugs,  or  cosmetics,  it  would  be 
called  to  the  attention  of  FDA. 

Inspectors  will  become  familiar  with 
certain  packaging  requirements  for 
household  products — such  as  child 
resistant  packaging  on  drugs  and 
warning  labels  on  hazardous 
substances — and  refer  any  observed 
infi'actions  to  the  Consumer  Product 
Safety  Commission.  Likewise 
observations  of  foam,  scum,  or  dead 
aquatic  life  in  the  vicinity  of  waste 
discharge;  open  burning  of  trash  piles;  or 
evidence  of  oil  or  chemical  spills  or 
leaks  would  be  reported  to  ^A  for 
follow-up  investigation. 

In  conjunction  with  training  seminars 
being  conducted  cooperatively  at  the 
Regional  level,  inspectors  will  receive  a 
manual  containing  detailed  information 
on  the  legislative  authority  and 
regulatory  requirements  enforced  by 
each  of  the  agencies.  Since  this  will  be 
an  ongoing  program,  training  course 
content  and  materials  will  be  updated 
periodically  to  reflect  changes  and 
additions  to  regulatory  requirements. 

Program  Evaluation 

Data  regarding  the  numbers,  kinds, 
and  usefuMess  of  referrals  resulting 
from  the  program  will  be  collected  from 
the  Regions  for  use  in  program 
evaluation.  After  six  montiis,  the 
program  guidance  dociunents  and 
training  materials  will  be  assessed  and 
revisions  made  based  on  Regional 
experience.  Public  comments  on  the 
program  will  also  be  considered  at  that 
time.  Later  revisions  in  the  program  will 
be  made  as  needed. 

Guidelines  for  Referral  Inspections 
Background 

The  Interagency  Regulatory  Liaison 
Group  (IRLG)  was  formed  to  more 
closely  coordinate  activities  between 
the  U.S.  Environmental  Protection 
Agency  (EPA),  Food  and  Drug 
Administration  (FDA),  Consumer 
Product  Safety  Commission  (CPSC),  and 
Food  Safety  and  Quality  Service  (I%QS). 
As  part  of  this  coordinated  effort  the 
agencies  agreed  to  coordinate  their 
compliance  and  enforcement  programs 
and  identified  two  types  of  cooperative 


inspections  for  implementation:  Referral 
and  joint  This  document  outlines  the 
procedures  for  initiating  referral 
inspections;  documents  related  to  joint 
inspection  will  be  issued  at  a  later  date. 

Definition  and  Authority 

The  ERLG  has  defined  referral 
inspections  as: 

*  *  *  inspections  conducted  by  one 
agency  which  result  in  the  referral  of  a 
(suspected)  violation  to  another  agency  for 
follow-up  inspection  by  the  other  agency. 

A  referral  inspection  is  not  reviewed 
as  a  means  of  having  an  agency  perform 
routine  inspectional  work  for  another 
agency,  but  rather  its  purpose  is  to 
ensure  that  obvious  suspected  violations 
of  other  laws  are  not  overlooked. 
Although  termed  a  referral  inspection, 
such  an  inspection  is  simply  a 
customary  agency  investigation  which 
may  include  observation  of  interest  to 
another  agency. 

The  basis  for  referral  inspections  is 
the  plain  view  doctrine  which  holds  that 
during  the  course  of  his  authorized 
activities,  an  inspector  is  not  required  to 
ignore  irregularities  which  are  within  his 
view,  even  though  these  problems  are 
not  under  the  jurisdiction  of  the  law(s) 
which  he  enforces.  The  plain  view 
doctrine  does  not  confer  any  other 
authority  to  the  inspector  and  is  not 
license  for  him  to  enter  areas  or  to 
perform  functions  beyond  those  covered 
under  his  agency’s  present  regulatory 
authority. 

Purpose  and  Scope 

Agencies  have  always  notified  other 
agencies  of  potential  violations  of  other 
Agencies’  laws.  The  purpose  of  the  IRLG 
referral  inspection  program  is  to  make 
the  process  more  formal  and  to  heighten 
the  sensitivity  of  each  agency’s 
inspectors  to  situations  which  may  be 
indicative  of  a  serious  hazard  or  illegal 
activity.  The  program  is  designed  to 
integrate  with  the  current  operations  of 
the  IRLG  agencies.  The  referral 
observations  will  be  made  primarily  at 
those  establishments  which  an  inspector 
(investigator)  visits  in  the  normal  course 
of  his  inspectional  work.  They  coiild 
also  be  made  while  on  official  duty  from 
areas  in  the  public  domain,  which  are 
not  within  the  boundaries  of  a  particular 
inspection  site.  • 

Entry  and  Inspection 

Each  agency  will  be  responsible  for 
implementing  the  referral  program 
within  its  own  inspectional  guidelines 
and  authority.  However,  the  following 
procedures  should  be  followed  by  all 
cooperating  agencies: 

1.  At  the  time  of  entry,  the  inspector 
will  make  no  annoimcement  concerning 


the  possibility  of  his  making  a  referral 
observation.  Such  an  announcement 
may  imply  that  the  inspector  has  been 
delegated  authority  beyond  that 
contained  in  the  law  he  is  empowered  to 
enforce. 

2.  The  inspector  will  enter  only  those 
areas,  take  those  samples  (including 
photographs),  or  review  those  books  and 
records  for  which  he  has  credentials. 

3.  Should  the  inspector  observe  a 
problem  or  irregularity,  he  will  note  the 
observation  but  make  no  judgment 
concerning  its  legality. 

4.  In  most  cases,  the  inspector  will  not 
verbally  notify  the  owner,  operator,  or 
agent-in-charge  of  the  facility  of  any 
referral  observations  that  have  been 
made.  Such  notification  may  infer  a 
violation  of  the  law  when,  in  fact,  no 
violation  may  have  occurred.  However, 
if  the  inspector  is  certain  that  the 
situation  he  has  observed  poses  so 
serious  a  hazard  to  health  or  the 
environment  that  immediate  corrective 
action  is  necessary,  the  facility  may  be 
notified  of  the  problem.  (For  example, 
swollen  or  blown  canned  foods  would 
be  considered  a  serious  problem,  while 
a  missing  EPA  Establishment  Number 
on  a  pesticide  would  not) 

Referral  Guide 

The  effectiveness  of  the  referral 
program  will  depend  on  the  inspectors’ 
ability  to  recognize  situations  which  are 
symptoms  of  more  serious  problems.  To 
that  end.  each  agency  has  ^awn  up  a 
list  of  visual  signals  which  generally 
connote  potential  violations.  ’The  lists 
have  been  consolidated  into  the  Referral 
Guide  (Appendix  I). 

The  Referral  Guide  is  only  a  reference 
document.  While  the  product  or  site 
related  defects  enumerated  in  the  guide 
constitute  the  major  focus  of  the  referral 
program,  the  inspector  should  also  refer 
any  other  observations  which  may  be  of 
interest  to  another  agency.  It  is  not 
anticipated  that  the  inspector  will 
consult  the  guide  during  each  inspection, 
but  the  inspector  should  periodically 
review  the  listing  to  ensure  his 
familiarity  with  its  contents. 

Referral  Memorandum 

The  referral  memorandum  (Appendix 
n)  is  the  mechanism  through  which 
iifformation  concerning  pertinent 
observations  will  be  transmitted  from 
one  agency  to  another.  The  memo  is 
filled  out  only  when  a  pertient 
observation  has  been  made,  not  for 
every  inspection. 

The  memo  consists  of  two  parts.  The 
upper  portion  of  the  memo  provides 
spaces  for  describing  the  observation, 
its  location,  the  name  of  the  product  (if 
any)  involved,  and  the  name  of  the 
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responsible  company  official.  Upon 
completing  the  upper  portion  of  the 
memo  by  fumishi^  his  name,  telephone 
number,  and  agency,  the  inspector 
should  send  the  top  copy  of  the  memo  to 
the  appropriate  IRLG  contact  point.  The 
second  copy  of  the  memo  should  be 
retained. 

The  bottom  portion  of  the  form  is  a 
tear-off  notification  slip.  The  slip  will  be 
completed  by  the  agency  receiving  the 
referral  and  retiuned  to  the  originating 
agency.  The  purpose  of  the  notification 
slip  is  to  inform  the  originating  agency 
about  any  follow-up  action.  If  the 
agency  receiving  the  referral  determines 
that  the  observation  is  not  within  its 
jurisdiction  or  that  follow-up  action  is 
not  required,  the  originating  agency 
should  also  be  informed  of  this  fact  via 
the  notification  slip. 

Each  regional  IRLG  work  group  will 
establish  its  own  regional  contract 
points  and  internal  mechanism  for  the 
transfer  of  referral  memos  and 
notifications  slips.  Upon  establishing 
these  internal  procedures,  the  regional 
work  group  will  develop  a  concise 
outline  of  the  procedures  including  the 
names,  agency  affiliations,  and 
telephone  numbers  of  the  principal 
contact  points  as  well  as  the  person 
having  lead  responsibility  for  instituting 
the  program.  The  outline  will  be 
incorporated  into  the  region’s  referral 
training  program  and  a  copy  will  be 
forwarded  to  Gary  Beard,  IRLG  Regional 
Coordinator.  FDA,  Room  15A16  (HFO- 
320],  Parklawn  Building,  5600  Fishers 
Lane.  Rockville,  MD  20857. 

It  is  expected  that  situations  may 
arise  where  an  observation  within  one 
region  may  fall  within  the  jurisdiction  of 
another  region.  In  these  situations,  the 
referral  memo  will  be  forwarded  through 
the  usual  internal  mechanism  to  the 
agency  having  jurisdiction  over  the 
problem.  The  receiving  agency  will  be 
responsible  for  sending  the  referral 
memo  to  the  agency’s  appropriate 
regional  office  and  for  transferring  the 
notification  slip  back  to  the  originating 
agency. 

Follow-up 

The  agency  receiving  the  referral 
memo  should  assess  the  IRLG 
observation  in  conjunction  with  its  own 
priorities  and  initiate  the  appropriate 
follow-up.  Since  the  Referral  Guide  is 
directed  toward  the  more  serious 
problems  which  the  IRLG  agencies 
encounter,  it  is  presumed  that  most 
referrals  will  be  followed  up  in  a  timely 
manner.  In  some  instances,  the  receiving 
agency  may  have  already  been  aware  of 
the  problem  and  taken  corrective  action, 
so  no  follow-up  would  be  required. 
Should  the  receiving  agency  have  any 


questions  about  the  referral  memo,  the 
originating  inspector  may  be  contacted 
by  phone  for  clarification. 

Emergencies 

On  a  rare  occasion,  an  inspector  may 
detect  a  problem  within  the  regulatory 
jurisdiction  of  another  IRLG  agency 
which  in  his  judgment  presents  an 
imminent  hazard.  Because  of  the  need 
for  prompt  action,  the  inspector  should 
immediately  contact  his  supervisor  by 
telephone  and  report  his  findings.  If  the 
supervisor  supports  the  inspector's 
assessment,  the  supervisor  should 
contact  the  necessary  personnel  who 
will  institute  the  notification  of  the 
appropriate  agency  emergency  response 
team. 

Training 

Before  the  formal  initiation  of  referral 
inspections,  agency  inspectors  will  be 
trained  in  the  basic  requirements 
imposed  by  the  laws  enforced  by  FDA, 
CreC,  EPA,  and  FSQS.  Particular 
emphasis  will  be  given  to  the 
identification  of  the  product  and  site 
defects  listed  in  the  Referral  Guide.  In 
addition  to  problem  recognition, 
inspectors  will  receive  instruction  on  the 
administrative  procedures  developed  to 
carry  on  the  program. 

Training  course  materials  have  been 
sent  to  each  IRLG  regional  training 
group.  To  achieve  better  agency 
integration,  each  training  class  should 
be  small  in  size  and  include  inspectors 
fi'om  all  agencies.  Hie  training  course 
will  be  given  by  regional  instructors. 

The  major  portion  of  each  agency’s 
course  instruction  will  he  devoted  to 
either  audio-visual  presentations 
relating  to  problem  detection  or  the  use 
of  actual  physical  examples  such  as 
product  packaging.  A  course  manual, 
which  gives  further  details  about  the 
laws  each  agency  enforces,  will  be 
distributed  to  each  inspector  for  use  as  a 
reference. 

Reporting 

Because  the  referral  inspection 
program  will  be  a  continuing  activity  of 
the  IRLG  agencies,  the  program’s 
effectiveness  must  be  analyzed.  Four 
types  of  information  must  be  collected 
for  program  assessment  purposes. 

Number  of  Opportunities.  The  number 
of  opportimities  the  IRLG  agencies’ 
regional  personnel  have  had  to  look  for 
the  product  or  site  defects  listed  in  the 
Referral  Guide  will  serve  as  the  overall 
data  base.  In  may  instances  this  number 
'will  equal  the  number  of  routine 
inspections  performed  by  eadi  agency. 

Number  of  Referral  Memos.  The 
number  of  referral  memos  generated  by 
the  regional  offices  and  the  types  of 


problems  referred  will  be  used  to  gauge 
the  applicability  of  the  product  or  site 
defects  listed  in  the  Referral  Guide.  The 
types  of  prciblems  referred  should  be 
identified  by  agency  acronym  and  a 
number  as  listed  in  the  Referral  Guide. 

Number  of  Follow-Up  Inspections. 

The  number  of  follow-up  inspections 
conducted  in  response  to  interagency 
referrals  will  be  used  to  evaluate  the 
appropriateness  of  the  Referral  Guide  in 
view  of  the  receiving  Agency’s  priorities. 

Number  and  Types  of  Violations.  The 
number  and  types  of  violations  actually 
detected  through  the  referral  program 
will  be  used  to  measme  the  value  of  the 
training  as  well  as  to  measure  the 
success  of  the  entire  program.  This 
information  may  be  gathered  from  the 
agency  feedback  contained  in  the 
notification  slip. 

Upon  transmittal  of  the  program  to  the 
regions  by  the  Principals,  die  person 
named  by  the  regional  work  groups  as 
having  lead  responsibility  for  instituting 
the  referral  program  will  also  be 
responsible  for  generating  the  four  types 
of  data  described  above.  The  regional  . 
work  groups  will  devise  their  own 
systems  for  generating  the  data.  When 
data  results  from  an  interregional 
referral,  the  region  where  the 
observation  occurred  will  submit  the 
data  concerning  both  the  referral  and 
follow-up. 

Reports  will  be  submitted  on  a 
quarterly  basis  for  one  year  after 
initiation  of  the  national  program.  The 
data  will  be  reviewed  by  the  national 
subgroup  and  used  to  modify  the 
program  and  to  report  the  program’s 
progress  to  Gary  Beard,  IRLG  Regional 
Coordinator,  FDA.  Room  15A16  (HFO- 
320),  Parklawn  Building,  5600  Fishers 
Lane,  Rockville,  MD  20857. 

Updating 

The  referral  program  will  be  updated 
on  a  continuing  basis.  As  laws  and 
regulations  are  instituted  or  amended, 
their  impact  on  the  program  will  be 
assessed  and 'the  program  will  be 
revised  as  necessary.  The  Referral 
Guide  will  also  be  evaluated  based  on 
information  in  the  quarterly  data 
submissions.  Product  or  site  defects  will 
be  added  or  deleted  from  the  Guide 
depending  on  their  rate  of  use,  or 
practicability  and  relation  to  the 
priorities  of  the  IRLG  agencies.  The 
Compliance  and  Enforcement 
Coimterpart  Group  will  also  encourage 
regions  to  submit  suggestions  for 
improvement  of  the  referral  program. 

State  Implementation 

Several  regional  IRLG  woik  groups 
have  begun  efforts  to  acquaint  their 
states  with  the  IRLG  program.  Such 
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efforts  are  encouraged  because  they 
further  the  goals  of  increasing  the 
efficiency  of  compliance  and 
enforcement  actiidties.  As  soon  as  the 
referral  program  becomes  operational 
on  a  nation^  basis,  consideration  will  . 
be  given  to  the  implementation  of 
referral  inspections  at  the  state 
government  level. 

Although  the  initial  groundwork  has 
been  established,  increasing  the 
involvement  of  states  will  demand  the 
resolution  of  additional  procedural 
issues.  Specifically,  the  bitroduction  of 
state  personnel  into  the  system  will 
require  the  designation  of  state  lead 
agencies,  creation  of  an  IRLG  regional/ 
state  communications  network, 
determination  of  training  needs,  and  re- 
evaluation  of  program  emphasis.  In 
preparation  for  such  expansion, 
headquarters  and  regional  IRLG  work 
groups  will  need  to  form  even  closer 
woridng  relationships  with  each  other 
and  widi  their  state  counterparts  to 
ensure  effective  program  management. 

Appendix  I — ^Referral  Guide 

Food  and  Drug  Administration  (PDA) 

1.  Actual  or  potential  Food,  Drug,  or 
Cosmetic  contamination  from:  animal 
activity,  pesticide  misuse,  equipment 
breakdown/malfunction,  filthy  processing 
equipment,  airborne  dust,  contaminated/ 
rotten  raw  materials,  natural  disaster 
damage,  accident  damage. 

2.  Packaging:  inadequate  product  labeling 

■  or  label  control,  containers  damaged/leaking. 

Consumer  Product  Safety  Commission 
(CPSC) 

1.  Lack  of  child  resistant  packaging  on: 
aspirin,  preparations  with  methyl  salicylate, 
manufacturer’s  consumer  size  package  Rx 
oral  drugs,  drugs/dietary  supplements  with 
iron,  kincUing/filuminating  compounds  with 
petroleum  distillates,  furniture  polish  with 
petroleum  distillates,  turpentine,  sulfuric  acid 
methanol,  ethylene  glycol  paint  solvents, 
sodium/potassium  hydroxide. 

2.  Hazardous  household  chemicals  (toxic, 
corrosive,  irritating,  flammable,  or  pressure 
generating),  which  are  not  conspicuously 
labeled  with:  signal  word:  DANGER, 
WARNING,  CAUTION,  statement  of 
principal  hazard;  Vapor  Harmful,  Harmful  or 
Fatal  if  Swallowed,  Hammable,  etc., 
precautionary,  warning/storage  instructions, 
names  of  hazardous  ingredients,  first  aid 
instructions,  name/location  of  manufacturer, 
statement  “Keep  Out  of  Reach  of  Children”. 

3.  Paint  with  more  than  0.06%  lead:  for 
consumer  use,  furniture  except  metal  applied 
to  toys/children’s  articles. 

4.  Consumer  patching  compounds 
containing  asbestos. 

Environmental  Protection  Agency  (EPA) 
Pesticides  (EPA) 

1.  Labeling  or  packaging  defects:  EPA  Reg. 
No..  Co.  name  &  address,  front  panel 
warning,  EPA  Est  No^  brand  name,  safety 


claims,  Nt  wt/contenl  ingredient  statement 
container  leaks/damage. 

2.  Misuse:  site,  protective  equipment 

Water  (EPA) 

1.  Presence  of  the  following  in  the  vicinity 
of  waste  discharge:  foam,  scum,  dead  aquatic 
life,  oil  solids,  algae. 

2.  Evidence  ofr  oil/chemical  spills/leaks, 
improperly  maintained  spill  containment 
dikes,  uncontroUed  pipe  discharge. 

Air  (EPA) 

1.  Stack  emissions  other  than  steam:  white, 
black,  other. 

2.  Fugitive  emissions  other  than  steam 
from:  doors,  windows,  equipment 

3.  Fugitive  dust  fall-out 

4.  Open  burning:  trash  piles,  disposal  area, 
other. 

5.  Service  stations:  introduction  of  leaded 
gas  into  a  vehicle  requiring  unleaded  gas, 
small  nozzle  on  leaded  pump  instead  of  large 
nozzle,  discarded  catal^c  converters. 

Interagency.Regulatoiy  Liaison  Group 
Subject:  IRLG  Referral  Observation 

To: - 

Date:  - 

From: . .  . .  . . . 

Agency:  - 

Tmephone:  ■  ■  ■■  •  •  "  "  ■■■ 

On - I  made  the  following 

observation: - 


The  name  of  the  product  involved 
is:-; - 

Firm  Name  &  Address:  - 


Responsible  Official  &  Title: 


Response  Notification 
A  foUow-up  (was)  (was  not)  made  on  the 
above  referr^  observation.  It  was  determined 
that 


From: - 

Signature  of  Replier 


Appendix  n 
Dated:  March  20, 1980. 

Thomas  Grumbly, 

Chairman,  Interagency  Regulatory  Liaison 
Group. 
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